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UNCLAS STATE 207580 
USIAEA, USOECD, USEEC 
E.O. 11652: N/A 
TAGS: TECH, ENRG 

SUBJECT:NRC TECHNICAL WORKSHOP 

REF: A-0043 

1 . THE NUCLEAR REGULATORY COMMISSION WILL SPONSOR A TWO-DAY 
PRESSURIZED WATER REACTOR STEAM GENERATOR WORKSHOP AT THE 
HOLIDAY INN IN BETHESDA, MARYLAND ON SEPTEMBER 7 AND 8,1978. 
THE PURPOSE OF THE WORKSHOP IS TO PROVIDE AN OPPORTUNITY 

FOR INDUSTRY, GOVERNMENT, NATIONAL LABORATORY AND FOREIGN 
ORGANIZATIONS, AND POSSIBLY, PUBLIC REPRESENTATIVES, TO 
PRESENT AND DISCUSS OPERATING EXPERIENCE RELEVANT TO STEAM 
GENERATOR TUBE DEGRADATION AND TO EXCHANGE IDEAS FOR INTEG- 
RATING DESIGN, INSPECTION AND OPERATING PROCEDURES TO ENSURE 
SAFE OPERATION OF STEAM GENERATORS AT NUCLEAR POWER FACILI- 
TIES. THE WORKSHOP WILL BE COMPRISED OF PRESENTATIONS BY 
INVITED SPEAKERS FOLLOWED BY A PANEL DISCUSSION. ADDRESSEE 
MISSIONS ARE REQUESTED TO EXTEND AN INVITATION TO THE 
TECHNICAL NOTIFICATION ADDRESSEES LISTED IN THE REF AIRGRAM 
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TO SEND ONE OR TWO REPRESENTATIVES TO THIS WORKSHOP, AS 
OUTLINED BELOW. 

2. REPRESENTATIVES OF COUNTRIES WHICH HAVE OPERATING PWR 
NUCLEAR POWER PLANTS ARE REQUESTED TO PRESENT PAPERS 

AND DISCUSS THEIR COUNTRY'S EXPERIENCE IN THE TOPIC AREAS 
OF THE WORKSHOP. MISSIONS SHOULD ENCOURAGE REPRESENTATIVES 
OF THESE COUNTRIES TO PRESENT THOROUGH REVIEWS OF TECHNICAL 
STATUS AND EXPERIENCE IN THEIR COUNTRIES. 

3. REPRESENTATIVES PLANNING TO ATTEND THE WORKSHOP SHOULD 
INFORM NRC/LAFLEUR THROUGH MISSION. 

4. TENTATIVE WORKSHOP SCHEDULE IS THE FOLLOWING: 

PRESSURIZED WATER REACTOR STEAM GENERATOR WORKSHOP 
SEPTEMBER 7, 1978. 

REGISTRATION 

INTRODUCTORY SESSION: D. G. EISENHUT 
OPENING & WELCOME REMARKS (V. STELLO) 

LICENSING BASES FOR CONTINUED OPERATION OF PWR STEAM 
GENERATORS (D. G. EISENHUT) 
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NRC CONFIRMATORY RESEARCH PROGRAMS (C. Z. SERPAN) 

GENERAL SESSION: L. C. SHAO 

WESTINGHOUSE STEAM GENERATOR OPERATING EXPERIENCES 
(REPRESENTATIVE - WESTINGHOUSE ELECTRIC COORP.) 

COMBUSTION ENGINEERING STEAM GENERATOR OPERATING EXPERI- 
ENCES (REPRESENTATIVE - COMBUSTION ENGINEERING) 

B&W STEAM GENERATOR OPERATING EXPERIENCES 
(REPRESENTATIVE - BABCOCK & WILCOX, INC.) 

TECHNICAL SESSION I: J. P. KNIGHT 

EDDY CURRENT INSPECTION METHOD EVALUATION 

(REPRESENTATIVE - BATTELLE COLUMBUS) 

ADVANCED ECT PROBE DEVELOPMENT (REPRESENTATIVE - ZETEC.INC) 
PNL STEAM GENERATOR TUBE INTEGRITY PROGRAM 
(REPRESENTATIVE - PACIFIC NORTHWEST LABORATORY) 
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BNL STRESS CORROSION TESTS (REPRESENTATIVE - BROOKHAVEN 
NATIONAL LABORATORIES) 

DOE CHENICAL CLEANING PROGRAM (REPRESENTATIVE - U. S. 
DEPARTMENT OF ENERGY) 

TECHNICAL SESSION II: B. D. LIAW 

MODEL BOILER TEST FOR REPRODUCING TU0E DENTING 
(REPRESENTATIVE - COMBUSTION ENGINEERING, INC.) 

IMPROVED WESTINGHOUSE STEAM GENERATOR DESIGN TO AVOID 
VARIOUS FORMS OF TUBE DEGRADATION (REPRESENTATIVE - 
WESTINGHOUSE ELECTRIC CORP.) 

EXPERIENCE WITH CONDENSER FAILURES, RETUBING AND 
CONSEQUENCE (REPRESENTATIVE - WESTINGHOUSE ELECTRIC CORP.) 
TURKEY POINT STEAM GENERATOR REPLACEMENT PROGRAM 
(REPRESENTATIVE - BECHTEL POWER CORPORATION) 

PANEL DISCUSSIONS: D. G. EISENHUT 

PANEL MEMBERS: J.R. WEEKS. L. FRANK. J. MUSCARA. J. SCINTO. 

F. ALMETER, B. D. LIAW, AND VARIOUS INDUSTRY REPRESEN- 
TATIVES. — 

NEED FOR SECONDARY WATER CHEMISTRY CONTROL 

STEAM GENERATOR TUBE DENTING, SUPPORT PLATE CRACKING AND 
DEFORMATION 

REGULATION AND REGULATORY GUIDE INTERPRETATIONS - 
TUBE PLUGGING CRITERIA, ISI REQUIREMENTS 
DEVELOPMENT ECT INSPECTION TECHNIQUES 
ADDITIONAL RESEARCH PROGRAMS. 

FYI: EXPENSES FOR TRAVEL TO NRC WORKSHOP WILL BE PAID BY 
PARTICIPANTS' OWN FINANCIAL OFFICES. CHRISTOPHER 
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